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DPD=3834-59 
8 June 1959 
MEMORANDUM FOR THE RECORD 25X1A 
SUBJECT: Concurrence in Amendment No. 2 to Contrac 
with Baird-Atomic, Inc. Cambridge, Mass., 


25X1A2d1 
1. This memorandum contains a recommendation submitted for 
concurrence of the undersigned. Such recommendation is conteined 


2. Contract No. a «i: the subject contractor provides 
for the furnishing of a technical field engineer to install, maintain 
25X1A and service sextants lant y se 3A at places within the continental 
United States and overseas for the period 6 January 1958 through 31 
January 1959, Amendment No. 2 to the contract extends the expiration 
date of the contract to 31 December 1959 and revises APPENDIX I to 


the contract. 25X1A 
3. Amendment No. 2 to Contract No. abe | obligates no 
additional funds under the contract. 25X1A 


kh, Concurrence in Amendment No. 2 to Contract vo. 
is recommended. 


_ | Contracting Officer, DPD 


25X1A9a 
CONCURRENCE: 


25X1A9a Office of General Counsel 
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